SALFORD  MENNONITE  CHURCH 
Harlcysville,  Pa. 

1738  — The  First  Meetinghouse  Was  Built. 
1770  — The  Second  Meetinghouse  Was  Built. 
1850  — The  Third  Meetinghouse  Was  Built. 
1897  — An  Addition  Was  Built  On  The  Third 
Meetinghouse. 

1925  — The  Fourth  and  Present  Meetinghouse 
Was  Built. 
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